vo 


ELSEVIER 


Analytica Chimica Acta 452 (2002) 331-333 


ANALYTICA 
CHIMICA 
ACTA 


www.elsevier.com/locate/aca 


Author Index 


Abdelsalam, M.E. 
—, Denuault, G. and Daniele, S. 
Calibrationless determination of cadmium, lead and copper in 
rain samples by stripping voltammetry at mercury microelec- 
trodes. Effect of natural convection on the deposition step 65 
Aguilar-Caballos, M.P., see Casas-Hernandez, A.M. 169 
Alarcon, J., see Doménech, A. 11 
Alava, F., see Méndez, H. 217 
Al-Masri, M.S., see Al-Merey, R. 143 
Al-Merey, R. 
—, Al-Masri, M.S. and Bozou, R. 
Cold ultrasonic acid extraction of copper, lead and zinc from soil 
samples 143 
Alsberg, T., see Rozenbaha, I. 105 
An Li, K., see Li, L. 321 
Angnes, L., see da Rocha, J.R.C. 23 
Aoyagi, H., see Yoshida, Y. 149 
Araki, K., see da Rocha, J.R.C. 23 
Artursson, T. 
—, Spangeus, P. and Holmberg, M. 
Variable reduction on electronic tongue data 255 


Bakker, E., see Ion, A.C. 329 

Bendicho, C., see Méndez, H. 217 

Bertotti, M., see da Rocha, J.R.C. 23 

Bocaz-Beneventi, G. 
—, Latorre, R., Farkova, M. and Havel, J. 
Artificial neural networks for quantification in unresolved capil- 
lary electrophoresis peaks 47 

Boch, K., see Ringmann, S. 207 

Bozou, R., see Al-Merey, R. 143 

Bravo, B., see Marquez, N. 129 


Camps, F., see Galve, R. 191 

Cao, Y. 
—, Lou, C., Zhang, X., Chu, Q., Fang, Y. and Ye, J. 
Determination of puerarin and daidzein in Puerariae radix and 
its medicinal preparations by micellar electrokinetic capillary 
chromatography with electrochemical detection 123 

Casas-Hernandez, A.M. 
—., Aguilar-Caballos, M.P. and Gomez-Hens, A. 
Application of time-resolved luminescence to dry reagent che- 
mical technology 169 

Chang, W.-B., see Zheng, N. 277 

Chavez, G., see Marquez, N. 129 


PII: S0003-2670(02)00006-5 


Chu, Q., see Cao, Y. 123 
Cubuk, O., see Tinkilic, N. 29 


da Rocha, J.R.C. 
—, Angnes, L., Bertotti, M., Araki, K. and Toma, H.E. 
Amperometric detection of nitrite and nitrate at tetraruthenated 
porphyrin-modified electrodes in a continuous-flow assembly 23 

Daniele, S., see Abdelsalam, M.E. 65 

Danilova, T.V., see Zavarzina, A.G. 95 

Demin, V.V., see Zavarzina, A.G. 95 

Denuault, G., see Abdelsalam, M.E. 65 

Dillon, P.J., see Wu, F.C. 85 

Divrikli, U. 
— and Elgi, L. 
Determination of some trace metals in water and sediment 
samples by flame atomic absorption spectrometry after copre- 
cipitation with cerium (IV) hydroxide 231 

Doménech, A. 
— and Alarcon, J. 
Determination of hydrogen peroxide using glassy carbon and 
graphite/polyester composite electrodes modified by vanadium- 
doped zirconias 11 

Domingo, C. 
—, Garcia-Carmona, J., Fanovich, M.A. and Saurina, J. 
Study of adsorption processes of model drugs at supercritical 
conditions using partial least squares regression 311 


Elgi, L., see Divrikli, U. 231 
Elci, L., see Saragoglu, S. 77 
Evans, R.D., see Wu, F.C. 85 


Fang, Y., see Cao, Y. 123 

Fanovich, M.A., see Domingo, C. 311 
Farkova, M., see Bocaz-Beneventi, G. 47 
Feng, Z.Z., see Nan, C.G. 245 

Filella, M., see Quentel, F. 237 


Galve, R. 
—, Sanchez-Baeza, F., Camps, F. and Pilar Marco, M. 
Indirect competitive immunoassay for trichlorophenol determi- 
nation. Rational evaluation of the competitor heterology effect 
191 

Gao, M.-X., see Jiang, C.-Q. 185 

Garcia-Carmona, J., see Domingo, C. 311 

Gémez-Hens, A., see Casas-Hernandez, A.M. 169 


Ons 


332 Author Index/Analytica Chimica Acta 


Havel, J., see Bocaz-Beneventi, G. 47 
He, J.-X., see Jiang, C.-Q. 185 
Holmberg, M., see Artursson, T. 255 
Huang, C.Z., see Li, Y.F. 285 


Ion, A.C. 
—., Bakker, E. and Pretsch, E. 
Erratum to “Potentiometric Cd°*-selective electrode with a 
detection limit in the low ppt range” [Analytica Chimica Acta 
440 (2001) 71-79] 329 

Isildak, I., see Tinkilic, N. 29 


Jarnberg, U., see Rozenbaha, I. 105 
Jian, T., see Zaijun, L. 303 
Jiang, C.-Q. 
—, Gao, M.-X. and He, J.-X. 
Study of the interaction between terazosin and serum albumin. 
Synchronous fluorescence determination of terazosin 185 
Jiaomai, P., see Zaijun, L. 303 


Kainrath, P., see Ringmann, S. 207 

Kihara, S., see Yoshida, Y. 149 

Kamaledin Setarehdan, S. 
—, Soraghan, J.J., Littlejohn, D. and Sadler, D.A. 
Maintenance of a calibration model for near infrared spectro- 
metry by a combined principal component analysis—partial least 
squares approach 35 

Kitatsuji, Y., see Yoshida, Y. 149 

Klavins, M., see Rozenbaha, I. 105 

Kong, X., see Li, L. 321 


Latorre, R., see Bocaz-Beneventi, G. 47 
Lavilla, I., see Méndez, H. 217 
14; L. 
—, Liu, F., Kong, X., Su, S. and An Li, K. 
Investigation of a liquid-liquid extraction system based on non- 
ionic surfactant-salt-H,O and mechanism of drug extraction 
321 
i, M., see Li, Y.F. 285 
i, T.-J., see Zheng, N. 277 
i, W.X., see Nan, C.G. 245 
—, Huang, C.Z. and Li, M. 
Study of the interaction of Azur B with DNA and the determina- 
tion of DNA based on resonance light scattering measurements 
285 
Li, Y.-Z., see Zheng, N. 277 
Littlejohn, D., see Kamaledin Setarehdan, S. 35 
Liu, F., see Li, L. 321 
Liu, P., see Zhang, S. 223 
Lou, C., see Cao, Y. 123 


Marquardt, W., see Ringmann, S. 207 

Marquez, N. 
—., Bravo, B., Chavez, G., Ysambertt, F. and Salager, J.L. 
Analysis of polyethoxylated surfactants in microemulsion-oil— 
water systems. Part II 129 


Martin, Y. 
Influence of the storage conditions on the concentration of 
clenbuterol in cattle urine samples 115 

Méndez, H. 
—., Alava, F., Lavilla, I. and Bendicho, C. 
Ultrasonic extraction combined with fast furnace analysis as 
an improved methodology for total selenium determination 
in seafood by electrothermal-atomic absorption spectrometry 
217 


Nan, C.G. 
—., Feng, Z.Z., Li, W.X., Ping, D.J. and Qin, C.H. 
Electrochemical behavior of tryptophan and its derivatives at a 
glassy carbon electrode modified with hemin 245 

Nifant’eva, T.I., see Zavarzina, A.G. 95 


Odham, G., see Rozenbaha, I. 105 
Ogorevc, B., see Zhang, X. 1 
Olinga, A., see Sadi, S. 265 
Ozaki, Y., see Sasié, S. 265 


Pazdzioch-Czochra, M. 
— and Wideniska, A. 
Spectrofluorimetric determination of hydrogen peroxide scaven- 
ging activity 177 

Pilar Marco, M., see Galve, R. 191 

Ping, D.J., see Nan, C.G. 245 

Pretsch, E., see Ion, A.C. 329 

Pu, Q., see Zhang, S. 223 


Qin, C.H., see Nan, C.G. 245 

Quentel, F. 
— and Filella, M. 
Determination of inorganic antimony species in seawater by 
differential pulse anodic stripping voltammetry: stability of the 
trivalent state 237 


Ringmann, S. 
—, Boch, K., Marquardt, W., Schuster, M., Schlemmer, G. and 
Kainrath, P. 
Microwave-assisted digestion of organoarsenic compounds for 
the determination of total arsenic in aqueous, biological, and 
sediment samples using flow injection hydride generation elec- 
trothermal atomic absorption spectrometry 207 

Rozenbaha, I. 
—, Odham, G., Jarnberg, U., Alsberg, T. and Klavins, M. 
Characterisation of humic substances by acid catalysed transes- 
terification 105 


Sadler, D.A., see Kamaledin Setarehdan, S. 35 
Salager, J.L., see Marquez, N. 129 
Sanchez-Baeza, F., see Galve, R. 191 
Saragoglu, S. 
— and Elgi, L. 
Column solid-phase extraction with Chromosorb-102 resin and 


== 


Author Index/Analytica Chimica Acta 


determination of trace elements in water and sediment samples 
by flame atomic absorption spectrometry 77 

Sasié, S. 
—, Ozaki, Y., Olinga, A. and Siesler, H.W. 
Comparison of various chemometric evaluation approaches 
for on-line FT-NIR transmission and FT-MIR/ATR spectro- 
scopic data of methyl methacrylate solution polymerization 
265 

Saurina, J., see Domingo, C. 311 

Schlemmer, G., see Ringmann, S. 207 

Schuster, M., see Ringmann, S. 207 

Shkinev, V.M., see Zavarzina, A.G. 95 

Siesler, H.W., see Sadié, S. 265 

Soraghan, J.J., see Kamaledin Setarehdan, S. 35 

Spangeus, P., see Artursson, T. 255 

Su, S., see Li, L. 321 

Su, Z., see Zhang, S. 223 

Sun, Q., see Zhang, S. 223 


Themelis, D.G. 
— and Tzanavaras, P.D. 
Solvent extraction flow-injection manifold for the simultaneous 
spectrophotometric determination of free cyanide and thiocya- 
nate ions based upon on-line masking of cyanides by formalde- 
hyde 295 

Tinkilic, N. 
—, Cubuk, O. and Isildak, I. 
Glucose and urea biosensors based on all solid-state PVC-NH> 
membrane electrodes 29 

Toma, H.E., see da Rocha, J.R.C. 23 

Tzanavaras, P.D., see Themelis, D.G. 295 


Uehara, A., see Yoshida, Y. 149 


Wang, J., see Zhang, X. 1 
Wang, Z.-M., see Zheng, N. 277 
Widenska, A., see Pazdzioch-Czochra, M. 177 


Wu, F.C. 
—, Evans, R.D. and Dillon, P.J. 
Fractionation and characterization of fulvic acid by immobilized 
metal ion affinity chromatography 85 


Ya Spivakov, B., see Zavarzina, A.G. 95 

Ye, J., see Cao, Y. 123 

Yoshida, Y. 
—. Yoshida, Z., Aoyagi, H., Kitatsuji, Y., Uehara, A. and Kihara, S. 
Evaluation of Gibbs free energy for the transfer of a highly 
hydrophilic ion from an acidic aqueous solution to an organic 
solution based on ion pair extraction 149 

Yoshida, Z., see Yoshida, Y. 149 

Ysambertt, F., see Marquez, N. 129 


Zaijun, L. 
—., Jian, T. and Jiaomai, P. 
Direct spectrophotometric determination of calcium in clinical 
samples with carboxyazo—p—CH, 303 

Zavarzina, A.G. 
—, Demin, V.V., Nifant’eva, T.1., Shkinev, V.M., Danilova, T.V. 
and Ya Spivakov, B. 
Extraction of humic acids and their fractions in poly(ethylene 
glycol)-based aqueous biphasic systems 95 

Zhang, S. 
—, Pu, Q., Liu, P., Sun, Q. and Su, Z. 
Synthesis of amidinothioureido-silica gel and its application to 
flame atomic absorption spectrometric determination of silver, gold 
and palladium with on-line preconcentration and separation 223 

Zhang, X. 
—, Ogoreve, B. and Wang, J. 
Solid-state pH nanoelectrode based on polyaniline thin film 
electrodeposited onto ion-beam etched carbon fiber 1 

Zhang, X., see Cao, Y. 123 

Zheng, N. 
—. Li, Y.-Z., Chang, W.-B., Wang, Z.-M. and Li, T.-J. 
Sulfonamide imprinted polymers using co-functional monomers 
277 


